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MINUTES OF THE 107th FDD CAREER SERVICE BOARD MEETING 

25 March 1959 


8X1 A 


acting for 


25X1 A 


The application for Career Staff Membership of | 
was recommended for Category "B" for six months by tne uareer service 
Board. 


The Board noted the resignation of 
5 June. 


effective 


25X1 A 


25X1 A 

secretary 
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